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SUBJECT: SCHLAGE LOCK HARDWARE 
REF: CANBERRA 8182 

1 . REFTEL CITED TAILPIECE PROBLEMS WITH MEDECO CYLINDERS INSTALLED 
IN SCHLAGE DEADBOLTS. TOKYO EMBASSY HAS ALSO EXPERIENCED PROBLEMS 
WITH LOOSENING TAILPIECE SCREWS, BUT ONLY ON ABOUT TEN PERCENT 

OF THE EIGHTY PLUS MEDECO CYLINDERS HERE. NO TAILPIECE DAMAGE, 
HOWEVER, HAS OCCURRED. THE HIGH SECURITY DOOR HARDWARE IN THIS 
EMBASSY WAS MANUFACTURED BY GENERAL LOCK. ALTHOUGH IT WAS SUPPLIED 
BY SCHLAGE. MOST OF THE HARDWARE IS GENERAL MODEL MK76 SERIES 
THREE THOUSAND OR FOUR THOUSAND USING MEDECO SERIES TEN (ONE 
AND FIVE THIRTY SECOND INCH DIAMETER) CYLINDERS. THERE IS ALSO 
SOME OTHER LOCK HARDWARE (GENERAL MODEL UNKNOWN) USING MEDECO 
SERIES TWENTY CYLINDERS WHICH ARE DESIGNED TO MOUNT IN THE 
KNOB ITSELF. THIS TYPE OF HARDWARE HAS NEVER CAUSED ANY 
PROBLEMS. 

2. ON BOTH TYPES OF CYLINDERS THE NUMBER 51S IS 
STAMPED. THIS NUMBER DOES NOT CORRESPOND WITH ANY IN OUR 
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MEDECO CATALOG; PERHAPS IT IS A SCHLAGE PART NUMBER OR A 
STYLE OR FINISH NUMBER. 

3. THE FEW PROBLEMS WITH TAILPIECE SCREWS HERE HAVE BEEN SOLVED 
BY THE APPLICATION OF LOKTITE DURING REPAIR. 
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